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ATTN: SCIENCE ATTACHE 

E.O. 11652: N/A 
TAGS: TBIO, TGEN, EG 

SUBJECT: RECOMMENDATIONS ON OPHTHALMOLOGY TREATMENT 

REF: CAIRO 6328 

1. RICHMOND/EHRLICH LETTER ANSWERED MAY 11 TH. DELAY NECESSITATED 
THROUGH NEED FOR CONSULTATION. 

2. DIRECTOR, NATIONAL EYE INSTITUTE, NIH, CONSIDERS PROGNOSIS 
VERY POOR DUE TO LACK OF VISION OR RESPONSE TO LIGHT. SEES 

NO REASON TRAVEL U.S. SUGGESTS CONSULTATION MR. DESMOND GREAVES, 
56 WIMPOLE STREET, LONDON, WIM IDF, ENGLAND, OR MR. JOHN WINSTANLEY, 
ST. THOMAS' HOSPITAL MEDICAL SCHOOL, LAMBETH ROAD, LONDON, 

SE1, ENGLAND. 
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